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19 December 1968 


MEMORANDUM FOR: „„ v . „ 

Deputy Cable Secretary 

SUBJECT : Need for Cable Reference Service in DDS, 


REFERENCE 


Sfi ra « d ^T the un ^ ersi gned, dated 25 November 

i 960 * Subject; CXA Cable Reference File. 


1. This paper is in response to the above reference miOTn ~ 
randm^conceniing the need for Ceble Reference Service by the DDS 

_ Q , 2 * , } have attached comments from the Office of the DDS and 
each of the operating offices in the Support Directorate 


DDS Records Administration Officer 

Attachment ; 
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